Federal Transit Administration’s 
New Starts Process 


e Structure of the meeting 


e Questions and answers process 


e Open Houses are scheduled as follows: 


Please print your contact information if you would like to receive a response to the 
questions and comments. 


J Would you like to be added to the Red Une Extension Project mailing list? Chack box 
if yes. 


Please write your question or comment in the ares bolow (please print). When you have 
ompleted the form, please give to one of the CTA repeosentatives. 


Facilities are accessible to 
people with disabilities 


e Darud Akbar — Moderator 


e Jeffrey Busby — Strategic Planning Manager 


e Ronald Shimizu -— Red Line Study Area Manager 


e Discuss Status of Red Line Extension 
Alternatives Analysis Study 


e Screen 2 Preliminary Findings 


e Public Involvement Process 


Status of Study 


Concept Development 


! 


Alternatives Analysis Study 


——— 


Preliminary Engineering Environmental Impact Statement 


SSS — 


Final Design 


! 


Construction 


! 


Operation 


FTA Requirement for federal funding for 
transit expansion (New Starts) 


Identifies transit opportunities and ensures all 
practical solutions are considered 


Ensures planning is consistent among all New 
Starts projects throughout the country 


Provides opportunity to gather information 
and receive public input 


Identifies Locally Preferred Alternative 


Application of Evaluation Criteria 


Universe of Alternatives 


Alternatives Analysis Process 


Screen 1 


Significant Bus and Passenger Congestion at 
95h Street Red Line Station 


Lengthy Bus Trips to Access 95' Street Red 
Line Station 


Far South Area Residents Experience 20% 
Longer Commute Times than Rest of City 


Traffic Congestion is Expected to Grow along 
with Study Area Population and Employment 


Screen 1 


1. Define the Universe of Alternatives 


. Evaluate all Potential Technologies 


3. Evaluate all Potential Alignments 
(Corridors and Profiles) 


. Evaluate all Potential Combinations of 


Technological and Alignment Alternatives 


. Advance Strongest Combinations to Screen 2 


Screen 1 


Universe of Alternatives - Technologies 


TECHNOLOGIES 


Automated Guideway/Monorail 
Bus Rapid Transit 
Commuter Bus 
Commuter Rail 
Heavy Rail Transit 
High Speed Rail 
Light Rail Transit 
Local Bus 
MagLev 
Personal Rapid Transit 
Streetcar 
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Screen 1 


Universe of Alternatives - Corridors 


I-57 Expressway 
Halsted Street 

UP Railroad 
Wentworth Avenue 
State Street 


Michigan Avenue 


King Drive 
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Screen 1 


Universe of Alternatives - Profiles 


PROFILES 


Elevated 
At-Grade 
Trench 


Underground 
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Screen 1 


Screen 1 Evaluation - Findings 
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Halsted Street Michigan Avenue 


—“_ At Grade 
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Screen 1 


Heavy Rail Transit 


Halsted Street UP Railroad Michigan Avenue 


Screen 1 


Two Public Meetings 


More than 140 people attended public meetings 
Met with stakeholders and elected officials 
Over 200 comments submitted and answered 


Significant media coverage 
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Screen 2 


Analysis 


Screen 2 


e Step 1 - Alternatives Definition 


e Step 2 - Preliminary Evaluation 


e Step 3 - Detailed Evaluation 


Screen 2 


e Integrated the most suitable technologies, alignments 
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Screen 2 


Step 1 - Alternatives Definition 


Bus Rapid Transit 
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Halsted Street Michigan Avenue 


At Grade 
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Screen 2 


Heavy Rail Transit 


Halsted Street UP Railroad 


Michigan Avenue 


Screen 2 


Evaluation Factors 


Right-of-Way Requirements 


Demographics and Employment 


Noise, Visual, Natural and Cultural Resources 


Travel Time, Transit Connectivity and Traffic 


Screen 2 


e Corridors that Meet the Criteria of the Step 2 
Evaluation Process 


e Corridors that Do Not Meet the Criteria of the Step 2 
Evaluation Process 


Screen 2 


e Projects Costs and FTA Criteria 


Screen 2 


e Corridors that Meet the Criteria of the Step 3 
Evaluation Process 


e Corridors that Do Not Meet the Criteria of the Step 
3 Evaluation Process 


Screen 2 


Bus Rapid Transit 


Heavy Rail Transit 


Halsted Street Halsted Street UP Railroad 


Screen 2 


e Screen 2 


¢ Incorporate comments from public meetings 


e Screen 3 


Screen 2 


e Sign-in cards will be used to create a contact list to 
send notices and updates 


e Meetings announced through car cards, customer 
alerts, local media and contact list 


e Project updates on CTA web site - 
www.transitchicago.com 


CTA representatives are available to answer 
additional questions 


Written comments and questions accepted through 
December 18, 2008: 


